Accordingly,  we  conclude  that  the administrative law judge's findings
that U..S.   Steel's violations of the mandatory respirable dust standard
at issue were of  such nature as could contribute significantly and
substantially to  the cause and  effect of a mine health hazard are supported
by substantial evidence of record.

Therefore,  the judge's decision is affirmed.  8/

Richard V.   Backley,   Commissioner

.jfoyce ft.   Doyle,   Commissioner

A. Lastowka, Commissioner
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L.  Glair Nelson,   Commissioner

_8/      Chairman Ford did not participate in the consideration or disposition
of  this matter.
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